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By Louis J. Chelko 


SUMMARY 

An investigation of the penetration characteristics of liquid 
(water) Jets directed appro xima tely perpendicular to a high-velocity 
air stream was made and a correlation of the penetration length with 
the primary flow variables was obtained from an analysis of the data. 
The ranges of primary flow variables investigated included Jet-nozzle 
orifice diameters from 0.0135 to 0.0625 inch, air-stream densities from 
0.0805 to 0.1365 pound per cubic foot, and liquid-jet velocities from 
168.1 to 229.0 feet per second. The air-stream velocity and liquid- 
jet density were approximately constant at 742 feet per second and 
62 pounds per cubic foot, respectively, throughout the investigation. 

The results of this analysis indicated that the correlation 
method was applicable to Jet nozzles of the design investigated and 
permitted the prediction of the penetration length for any operating 
condition within the range of the investigation. 


INTRODUCTION 

Among the problems encountered during an investigation of thrust 
augmentation of turbojet engines at the NACA Lewis laboratory was 
the design of nozzles that would give known penetration when used 
for the injection of liquids into the various stages of an axial -flow 
compressor. Because information on the penetration characteristics 
of liquid jets was unavailable, a brief investigation was conducted in 
a small air-flow tunnel. The penetration characteristics of liquid 
(water) jets issuing from nozzles of various orifice diameters and 
with various liquid flows directed approximately perpendicular to 
a high-velocity air stream were investigated. This investigation 
was essentially a qualitative study of the relative penetration with 
different jet-nozzle sizes; penetration was determined primarily by 
visual observation. Although an extensive amount of data was not 
recorded and accuracy was not stressed, the data obtained from the 
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investigation are considered applicable to many other liquid-jet- 
penetration problems. Accordingly, the data were generalized by a 
method similar to that of reference 1 and are presented herein in 
a form suitable for convenient application. 

This correlation permits the determination of the penetration 
length for jet nozzles covering a range of jet -nozzle orifice 
diameters, air -stream densities, liquid -jet velocities, and mixing 
distances. 


a , b, c , d 

®,f ,6 


SYMBOLS 

The following symbols are used in this analysis: 
exponents 
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D 

h 

K 

l 


w 

P J 

p 0 

^0 


diameter of cylindrical orifice of Jet nozzle, inches 

depth of test section, inches 

coefficient 

length of jet penetration into air stream at distance s 
downstream of jet-nozzle center line, inches 

mi vi n g distance or distance downstream of jet-nozzle 
center line, inches 

velocity of liquid jet, feet per second 
velocity of air stream, feet per second 
width of test section, inches 
density of liquid jet, pounds per cubic foot 
density of air stream, pounds per cubic foot 
viscosity of liquid jet, pounds per foot-second 
viscosity of air stream, pounds per foot-second 
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APPARATUS 

Tlae air tunnel, shown in figures 1 and 2, was designed to 
simulate approximately the air velocities and the flow-passage 
dimensions of a typical axial -flow turbojet-engine compressor. A 
two-dimensional bellmouthed nozzle having a 4-inch-square throat 
was installed at the test-section inlet. The test section was 
designed to permit investigations of the penetration lengths of 
liquid Jets into air streams of various depths. The cross-sectional 
area at all stations along the test section was made constant in 
order to maintain constant air velocities through the bellmouthed 
nozzle throat and the test section; therefore, the width of the test 
section varied with its depth. Transparent lucite walls were 
installed on both sides of the air tunnel so that visual observation 
and photographic records of the liquid- Jet penetration could be made. 
Jet nozzles were installed on the top of the test section at 
stations 1 and 2 (fig. 2); the corresponding test-section depths 
were 3.625 and 2.250 inches, respectively. Jet nozzles were 
mounted at station 1 either flush with the top of the test section 
(hereinafter called position la) or extended 2 inches into the air 
stream (hereinafter called position lb). At station 2 the Jet noz- 
zles were installed flush with the top of the test section 
(position 2a). 

Air was supplied by the laboratory services and was metered 
with an orifice installed in the supply duct. An auxiliary pump 
used in conjunction with an air-operated pressure regulator 
permitted control of the liquid flow and pressure to a supply 
header to which the Jet nozzles were connected. Water was the 
only liquid used during this investigation. 

Two types of Jet nozzle of the same design except for the 
approach diameters were investigated. These two types of nozzle 
are designated type A and type B and are shown in figures 3(a) 
and 3(b), respectively. Both types of Jet nozzle had 60° conical 
inlets followed by cylindrical orifices having length-to-diameter 
ratios of 0.50. This length-to-diameter ratio was found by pre- 
liminary experiments to give the best solid Jet in still air for 
a large range of water flows. The cylindrical- orifice sizes. Jet- 
nozzle diameters Dj, that were investigated for each type of 
nozzle are listed in figure 3. 

The instrumentation, as shown in figure 2, consisted of a 
thermocouple pressure rake having two total-pressure tubes, a 
static -pressure tube, and two thermocouples installed at the 
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throat of the two-dimensional hellmouthed inlet nozzle and a 
thermocouple euad a pressure tap installed in the water-supply 
header before the inlet to the Jet nozzles. 


PROCEDURE 

The penetration lengths and the mixing distances of the liquid 
Jets into the high-velocity air stream were determined from photo- 
graphs taken through the transparent air -tunnel walls. The measure- 
ments were obtained with the aid of a scale that was installed in 
the same plane as the jet nozzle at the time the photographs were 
taken. For all the jet nozzles, the penetration length was arbi- 
trarily chosen as the vertical distance from the outlet end of the 
jet nozzle to the outer visible boundary of the liquid jet at the 
corresponding mixing distance downstream of the jet-nozzle center 
line, as shown schematically in figure 4. Figures 5 and 6 are 
typical photographs showing the path of the liquid jets issuing 
from nozzles installed in positions la and lb, respectively. Small 
distortions occurred in the photographs for different sets of data 
because the camera was not in the same position for all runs. 

These distortions, in addition to such effects as paper stretch 
and scale effect in the photographs, caused small inaccuracies in 
the penetration measurements. 

The velocity and the density of the air stream (at tempera- 
tures of approximately 70° F) were constant throughout the length 
of the test section and were determined by using compressible -flow 
relations. The velocity of the liquid jet was determined by use 
of Bernoulli's theorem, assuming that the discharge coefficient was 
equal to 1.00. The effective differential pressure of the liquid 
across the jet nozzle was taken equal to the static pressure in 
the water-supply header minus the static pressure cf the air in 
the test section. The density of the liquid jet was obtained by 
using the measured temperature of the liquid and the curves pre- 
sented in reference 2. No provision was made for systematically 
varying the density of the water. 

The investigation was conducted over the following range of 
conditions : 
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Jet-nozzle diameter 

d j 

(in.) 

Air-stream density 
p 0" 

(lb/cu ft) 

Jet-nozzle 

type 

Position 

0.0625 

0.081 - 0.132 

A 

la 

.0240 - .0625 

.134 

A 

2a 

.0135 - .0410 

.081 

B 

lb 


The liquid-jet velocity was varied over a range from approximately 
168.1 to 229.0 feet per second for each set of conditions in the 
preceding table and the air-stream velocity and the liquid-jet 
density were approximately constant throughout the investigation 
at 742 feet per second and 62 pounds per cubic foot, respectively. 
These conditions are tabulated for each run in table I. 


ANALYSIS 

A simple dimensional analysis was made involving all the 
variables that may be expected to affect the penetration length 2 
and the following expression was obtained: 



Equation (1) is similar to that presented in reference 1, where 
the penetration of air jets directed perpendicular to an air stream 
was investigated. 

The effect of evaporation of the liquid was calculated for the 
various operating conditions investigated and was found to be of 
negligible magnitude and therefore was considered as not affecting 
the penetration length. 

Although the limited scope of the present investigation was 
such that a separate study of each of the parameters in equation (1) 
was impossible, several of the parameters may be eliminated from 
consideration because they were either constant or were found to be 
of negligible magnitudes. Analysis of the data obtained at the two 
jet-nozzle positions indicated that the width and depth parameters 
w/Dj and h/Dj had no effect on the penetration length 2 within 

the range of the present data. Although the viscosity ratio hj/ho 
varied because of variation in liquid- jet temperature (73° to 130° F), 
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no consistent effect of viscosity ratio on the penetration data 
could be observed; the effect of viscosity ratio therefore could 
not be evaluated from the present data. Also, for the range of jet 
Reynolds numbers pjVjDj/l2pj investigated (10,000 to 150,000) no 
consistent trend in the penetration data with jet Reynolds number 
could be observed; therefore, it was considered that the jet Reynolds 
number effect must be small for the range of conditions covered and 
it was eliminated from the present analysis. Thus, all of the flow 
parameters except velocity ratio V^/Vq, density ratio p^/p^, and 

mixing-distance jet-diameter ratio s/Dj were eliminated from equation 


(1) for the present analysis and the equation for the penetration pa- 
rameter l /d reduces to 
J 



( 2 ) 


When the coefficient K and the various exponents appearing 
in equation (2) are evaluated, an equation relating the penetration 
length Z and the various operating conditions is obtained that 
serves to correlate the data and to permit the prediction of the 
penetration length for any velocity ratio, density ratio, and mixing- 
distance jet-diameter ratio for the range of conditions investigated. 


EVALUATION OF EXPONENTS 

Exponent b for velocity ratio V j/v q • - The variation of 
penetration parameter l/D j with velocity ratio Vj/Vq for three 
density ratios is presented in figure 7 for the type-A jet nozzle 
of 0.0625-inch diameter at a constant mixing -distance jet-diameter 
ratio s/d j of 25.0 in position la. A straight line having a slope 
of 0.95 is drawn through the data for each of the density ratios. 
Although, for clarity of presentation, data are shown for only one 
jet-nozzle size, type, and position, data for all other sizes, types, 
and positions investigated also fell along straight lines with 
slopes of 0.95 for all density ratios. The logarithmic plot of 
figure 7 indicates that the exponent b for the velocity ratio is 
equal to 0.95 and equation (2) therefore becomes 



( 3 ) 
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Exponent c for density ratio pj/pg. - A cross plot of 
figure 7 is shown in figure 8 in which the penetration parameter 
Z/D^ is plotted as a function of density ratio Pj/Pq f° r two 
velocity ratios. Straight lines with slopes of 0.74 are defined hy 
this cross plot. Similar cross plots of the other jet-nozzle sizes, 
types, and positions gave the same result. This logarithmic cross 
plot therefore defines the exponent c for the density ratio as 
equal to 0.74 and equation (3) becomes 



(4) 


Exponent e for mixing-distance jet-diameter ratio s/bj. - 

In order to obtain the variation of the penetration parameter Z/jD j 
with mixing-distance jet-diameter ratio s/Dj, a plot of Z/Dj 
must be made for constant velocity ratio and density ratio. This 
plot was most conveniently obtained by a cross plot of figure 9, 
which presents the variation of the penetration parameter Z/D j 
/ v nO. 95 / Pi \0.74 

with ( -4 [ — * for a range of constant mixing-distance 

V V 0 / \ p 0 / 

jet-diameter ratios s/Dj from 8 to 74. Data for all the various 
jet-nozzle diameters for two jet-nozzle types, two positions, and 
two mixing distances are included in this figure to extend the range 
of the plot and to note their agreement at constant mixing-distance 
jet-diameter ratio s /D y 


The logarithmic cross plot of figure 9 is presented in 
figure 10, which shows the variation of the penetration parameter 
Z/D< with mixing-distance jet-diameter ratio s/Di for several 
J \0.95 , n \0.74 0 


values of 


'j 


P JL 

p o 


Straight lines with a common slope 


of 0.22 are defined from this cross plot and therefore the exponent 
e for the mixing-distance jet -diameter ratio is equal to 0.22 and 
equation (4) becomes 



K 


li 

vo 


0.95 


PjNO.74 

P0 




0.22 


(5) 
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FINAL CORRELATION 


The final correlation, which is obtained by plotting the pene- 


in figure 11. The scatter of the data about the mean line is about 
±7 percent, which is within the accuracy of the original photographic 
records . 

The value of the coefficient E found by the substitution of 
the values of the coordinates of any point on the line in the cor- 
relation equation, is equal to 0.450. The final equation is 
accordingly written 


The data for type -A jet nozzle in position la are not included 
in figure 11 because they departed appreciably from the correlation 
of that figure. The correlation obtained with these data is illus- 
trated in figure 12. These data are observed to correlate satis- 
factorily with the same exponents as the data of figure 11 but E 
is 19 percent higher (K = 0.535). The exact reason for this dif- 
ference in the value of E is unknown but may be any one or a 
combination of the effects of differences in the air -stream boundary 
layers for different jet-nozzle immersions, velocity profiles, data 
inaccuracies, or photographic aberrations in the original records. 
Because the predominant amount of data falls on the curve of 
figure 11 and because these data were among the latest obtained 
and thus may have been subject to smaller errors due to experimental 
technique, the value of the coefficient E believed to be the most 
accurate and recommended for use is 0.450, as in equation (6). 


From an analysis of data obtained on the penetration character- 
istics of liquid (water) Jets directed approximately perpendicularly 
to a high-velocity air stream, a correlation method was obtained 



, 0.22 


against the factor 


on logarithmic coordinates, is presented 



( 6 ) 


SUMMARY OF RESULTS 
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that satisfactorily correlated the penetration data for jet nozzles 
of various throat diameters for a range of air-stream densities and 
liquid- jet velocities. 


Lewis Flight Propulsion Laboratory, 

National Advisory Committee for Aeronautics, 
Cleveland, Ohio. 
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TABLE I - RANGES OP VARIABLES INVESTIGATED 


Jet-nozzle 
diameter, D* 
(in . ) J 

Air-stream 
velocity, Vq 
( ft/sec ) 

Air-stream 
density, Po 
(lb/cu ft) 

Jet- 

nozzle 

type 

Jet- 

nozzle 

posi- 

tion 

Liquid 

jet 

velocity 

v j 

(ft/sec ) 

Liquid 

jet 

density 

p j 

(lb/cu ft ) 

Penetra- 
tion 
length 
at s = 0.5 
inch , l 
(In.) 

Penetra- P 

tion 
length 
at s = 1.0 8 
inch, l 
(in.) 

0.0625 

753.7 

0.1137 

A 

la 

169.9 

62.16 

1.30 

1.60 

.0625 

752.7 

.1137 

A 

la 

209.2 

62.14 

1.60 

1.90 

.0625 

751.6 

.1137 

A 

la 

224.6 

62.15 

1.65 

2 . 00 

.0625 

749.0 

.1153 

A 

la 

169.7 

62.20 

1.45 

1.75 

.0625 

744.1 

.1159 

A 

la 

209.0 

62.16 

1.70 

2.05 

.0625 

740.2 

.1162 

A 

la 

224.4 

62.17 

1.80 

2 . 13 

.0625 

747.2 

.1314 

A 

la 

168.4 

62.15 

1 . 20 

1.44 

• 0625 

737.7 

.1321 

A 

la 

208.0 

62.14 

1.47 

1 .75 


736.7 

.1321 

A 

la 

223.4 

62.14 

1 . 55 

1 . 90 

.0625 

735.9 

.0815 

A 

la 

173.3 

62.17 

1.84 

2.18 

.0625 

734.9 

.0821 

A 

la 

226.6 

62.11 

2.37 

2.77 

• 0625 

735.5 

.1359 

A 

2a 

167.9 

62.11 

1.00 

1.25 

.0625 

730.3 

.1365 

A 

2a 

223.0 

62.11 

1.34 

1.62 

.0469 

751.3 

.1330 

A 

2a 

168.1 

62.03 

.80 

. 93 

.0469 

746.3 

.1343 

A 

2a 

223.4 

61.93 

1 . 05 

1 . 23 

.0312 

751.2 

.1330 

A 

2a 

169.6 

61.90 

• 58 

.68 

.0312 

750.3 

.1333 

A 

2a 

225.6 

61.74 

.78 

• 90 

.0240 

753.1 

.1333 

A 

2a 

169.6 

61.69 

.45 

• 54 

.0240 

750.3 

.1336 

A 

2a 

225.4 

61.61 

♦ 61 

.72 

.0410 

738.3 

.0815 

B 

lb 

172.8 

61.86 

1.10 

1.28 

.0410 

740.3 

.0811 

B 

lb 

227.1 

61.86 

1.40 

1.63 

.0360 

748.1 

.0805 

B 

lb 

172.1 

62.09 

1.00 

1 . 15 

.0360 

742.2 

.0808 

B 

lb 

226.6 

61.86 

1.30 

1.45 

.0312 

746.5 

.0808 

B 

lb 

171.2 

62.28 

.90 

1.04 

.0312 

742.6 

.0811 

B 

lb 

224.6 

62.28 

1.19 

1.31 

.0280 

742.6 

.0811 

B 

lb 

171.2 

62.28 

.80 

.93 

.0280 

742.6 

.0811 

B 

lb 

224.9 

62.28 

1.08 

1.22 

.0250 

744.5 

.0811 

B 

lb 

172.7 

62.28 

.75 

• 85 

.0250 

742.6 

.0811 

B 

lb 

226.5 

62.28 

1.00 

1 . 12 

.0200 

742.6 

.0811 

B 

lb 

174.5 

62.28 

.60 

.70 

.0200 

742.6 

.0811 

B 

lb 

229.0 

62.28 

.80 

. 90 

.0135 

742.6 

.0811 

B 

lb 

173.0 

62.28 

.44 

. 50 

.0135 

742.6 

.0811 

B 

lb 

226.4 

62.28 

.60 

.67 


tion 
length 
s7Dj = 

25.0, l 
(ini) 


1.70 

2.10 

2.20 

1.80 

2.20 

2.30 
1.58 
1.95 
2.06 
2.37 
2.98 

1.35 

1.75 

.98 

1.25 

.65 

.85 

.48 

.63 

1.30 
1.63 
1.13 
1.40 

.98 

1.25 

.88 

1.15 

.78 

1.05 

.60 

.80 

.40 

.55 
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Figure 1. - Air-tunnel installation, 
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Figure 2. - Schematic diagram of air tunnel. 
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(a) Type A 


Jet-nozzle 
diameter, D 
(in.) J 
0.0410 
.0360 



Figure 3. - Schematic diagram of Jet nozzle. 



Figure 4. - Schematic diagram indicating method of measuring penetration length and 

mixing distance * 
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INCHES 

0 I 2 



Figure 5# - Typical type A Jet nozzle in position la. Jet-nozzle diameter, 0.0625 
inch; air-stream velocity, 734.9 feet per second, air-stream density, 0.0821 pound 
per cubic foot; liquid- Jet velocity, 226.6 feet per second; liquid- Jet density, 
62.11 pounds per cubic foot. 


INCHES 
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Figure 6. - Typical type B jet nozzle in position lb. Jet-nozzle diameter, 0.0360 
inch; air-stream velocity, 748.1 feet per second; air-stream density, 0.0805 pound 
per cubic foot; liquid- Jet velocity, 172.1 feet per second; liquid- Jet density, 62.09 
62.09 pounds per cubic foot. 
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Figure 7. - Variation of penetration 
parameter with velocity ratio. Jet- 
nozzle type. A; jet-nozzle diameter, 
0.0625 inch; mixing-distance Jet- 
diameter ratio, 25.0; position, la. 



Density ratio, p j/Pq 


Figure 8. - Variation of penetration 
parameter with density ratio as ob- 
tained from cross plot of figure 7* 
Jet-nozzle type. A; jet-nozzle dia- 
meter, 0.0625 inch; mixing-distance 
jet-diameter ratio, 25.0; position, la. 


Penetration parameter, l/Dj 
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Jet-nozzle 

Jet-nozzle 

Mlxing-< 


type 

position 

jet-di; 

ratio. 

o 

A 

2a 

74 

□ 

A 

2a 

50 

O 

A 

2a 

40 

A 

A 

2a 

32 

V 

A 

2a 

25 

> 

A 

2a 

20 

<J 

A 

2a 

16 

<* 

B 

lb 

40 

A, 

B 

lb 

32 


B 

lb 

25 

* 

B 

lb 

20 


B 

lb 

16 


B 

lb 

11 


B 

lb 

8 



Figure 9. - Variation of penetration parameter 
with (Vj/Vo) 0,95 (Pj/po ) 0,74 for various 
jet-nozzle diameters, type and position for 
range of mixing-distance jet-diameter ratios. 
Jet-nozzle diameters, 0.0135 to 0.0625 inch; 
mixing distances, 0.50 and 1.00 inch. 


Penetration parameter, l/Dj 


NACA RM E50F21 


21 



Figure 10. - Variation of penetration parameter with mixing- 
distance jet-diameter ratio as obtained from cross plot of 
figure 9. Jet-nozzle diameters, from 0.0135 to 0.0625 inch; 
mixing distances, 0.50 and 1.00 inch. 
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Jet-nozzle type B 
Position lb 


Jet-nozzle type A 
Position 2a 


Jet 

diameter 

Mixing dis- 

Jet 

diameter 

Mixing c 


D j 

tance, s 



tance , 

o 

0.0410 

1.00 

Q 

0.0625 

1.00 

a 

.0410 

.50 

a 

.0625 

.50 

XX 

.0410 

1.02 

'a 

.0625 

1.56 

□ 

.0360 

1.00 

o 

.0469 

1.00 

cx 

.0360 

.50 

a 

.0469 

.50 


.0360 

.90 

"a 

.0469 

1.12 

o 

.0312 

1.00 

<> 

.0312 

1.00 

<x 

.0312 

.50 

& 

.0312 

.50 

XX 

.0312 

.78 

XX 

.0312 

.78 

A 

.0280 

1.00 

A 

.0240 

1.00 

a. 

.0280 

.60 

a 

.0240 

.50 

XX 

.0280 

.70 

A 

.0240 

.60 

V 

.0250 

1.00 




V. 

.0250 

.50 




X*. 

.0250 

.63 




> 

.0200 

1.00 





.0200 

.50 




< 

.0135 

1.00 




<k 

.0135 

.50 


"X, k 1 A r A 


.0135 

.34 





y j \Q» 95 

yo) 



0.74 



0.22 


Figure 11. - Final correlation of penetration parameter. 
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Jo 


30 

0.95 


£1 
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40 

0.74 


53 

D J 


60 80 
0.22 


100 


Figure 12. - Correlation of penetration parameter for 
jet-nozzle type A. Jet-nozzle diameter, 0.0625 inch; 
position, la. 


NACA-Langley - 11-10-53 - 75 















. 





























. 









